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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 00590 151656Z 

60 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EPA-04 OES-05 RSC-01 /023 W 

038618 

R 151549Z JAN 75 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 6206 
INFO USDOC WASHDC 
AMEMBASSY BUCHAREST 
AMEMBASSY VIENNA 

UNCLAS MOSCOW 0590 

E.O. 11652: N/A 
TAGS: BEXP, UR 

SUBJECT: WATER POLLUTION TECHNICAL SALES SEMINAR: ADVANCE TRIP 
BY WM. MOOMEY 

DEPT PASS EPA FOR WILLIAM BROWN, OFFICE OF ADMINISTRATION 
USDOC FOR BEWT/TDAD/UNKOVIC 

REF: BLOW-UNKOVIC TELECON JANUARY 14 

1. COMMERCIAL OFFICE WOULD APPRECIATE RECEIVING OUTLINE 

OF MOOMEY’S INTERESTS FOR MOSCOW PROGRAM AND INDICATION OF 
WHAT ADDITIONAL INFORMATION ON SEMINAR HE WILL BE IN 
POSITION TO PASS TO HYDROMET AND OTHER PARTICIPATING SOVIET 
ORGANIZATIONS. THIS WILL HELP IN OUR ATTEMPTS TO ARRANGE 
USEFUL SCHEDULE OF APPOINTMENTS FOR MOOMEY. 

2. ADVANCE WORK NEARLY COMPLETED. ENTIRE PRINTING PACKAGE 
(BROCHURE, INVITATION TO RECEPTION FEBRUARY 17, AND INVITATION 
TO SEMINAR) ALREADY IN HELSINKI SO ANY CHANGES IN 

LECTURE PROGRAM SHOULD IMMEDIATELY BE CABLED TO US (INFO HELSINKI). 
STOESSEL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MOSCOW00590 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750016-0137 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 50/aaaabryb. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 BLOW-UNKOVIC, 75 TELECON JANUARY 14 

Review Action: RELEASED, APPROVED 

Review Authority: KelleyWO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 1 1 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 APR 2003 by SilvaL0>; APPROVED <1 1 FEB 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER POLLUTION TECHNICAL SALES SEMINAR: ADVANCE TRIP BY WM. MOOMEY 
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